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MacEwen Hall Expansion 
Calgary, Alberta 


Multi-Use Student Union 
Facility on U of C campus. 
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View from back of hall. 
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Lighting Design Awards: 





Hyatt Regency Hotel 
Calgary, Alberta 


Five-star hotel located in 
Downtown Calgary. 
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Pre-function space, 3" Floor. 
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TransCanada Pipeline 
Head Office 
Calgary, Alberta 


Interior lighting design award 
For public spaces. 
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Executive Board Room 
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